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LIMITED OFFICIAL USE STATE 101579 

E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT: RADIATION SAFETY TRAINING PROGRAM 
REF: 1. NEW DELHI 5036, 2. STATE 099062 

1. DUE TO LIMITED TRAVEL FUNDS, RSOS AND SEABEES NOT ASSIGNED 
IN NEW DELHI WILL NOT BE INCLUDED IN THIS TRAINING SESSION. 

2. AS INDICATED IN REF TWO, AFTER HIMMELBERGER TRAINING 
SESSION TSOS WILL BE AUTHORIZED TO PROVIDE SIMILAR 
TRAINING TO OTHER SECURITY PERSONNEL. 

3. FLIGHT ITINERARY FOR TRIP WILL BE PURCHASED IN 
WASHINGTON WITH GTR FOR INDIA RUPEES. APPRECIATE INFO RE 
SURPLUS INDIAN CURRENCY. KISSINGER 
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Document Number: 1975STATE101579 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:PH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 53-0820 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750589/aaaaddol.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 NEW DELHI 5036, 75 STATE 099062 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 05 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 AUG 2003 by izenbei0>; APPROVED <24 NOV 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RADIATION SAFETY TRAINING PROGRAM 
TAGS: ASEC 
To: NEW DELHI 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



